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EE AEIRIDED, 6 4.0 'e's1s' 60d 6-6 6 6 0 Osh 0e6 % oe oe oom April 13 





Publicity for your hospital, what to do in handling—Louis C. 
Trimble February 


Public knowledge is big factor in group hospitalization plans 
—John A. McNamara February 
Purchasing and issuing supplies, chart shows procedure..May 


R 


Record librarians, meeting of northern California...February 5! 
February 5$ 


2ecord librarians, Syracuse, have good year 

Records in order, a simple and effective method of keeping— 
John Bastalick 

Record department, pointers on efficient work in the—Anna 
Schulze 

Record librarian and the administrator, 
Dewey Lutes 

Records, librarian, medical, trends from the viewpoint of— 
Edna K. Huffman 

Records, ownership of hospital—W. W. Butts............May 


Regulation, stricter, for N. Y. proprietary units.......... May 58 


Report of Minneapolis General Hospital, review of 1933— 


Malcolm T. MacKachern, : February 5: 


Review of alphabetical nomenclature of diseases and opera- 
tions—Malcolm T. MacEachern, M.D 
Review of 1933 repert of Minneapolis General Hospital—Mal- 


colm T. MacEachern, M.D February 5: 
Research on encephalitis pointed out, need for February £ 
tesearch seeks resistant element in tooth decay.........¢ June £ 


Roosevelt, National Hospital Day commended by President.. 


April 


Rosenwald, Lessing J.—When a business man thinks about 
our hospitals 


Rosenwald fund announces its plans for 1935.............06 June 5 


Russell Sage College to institute collegiate nursing course.... 


June 3 


Schulze, Anna—Pointers on efficient work in the record de- 
partment 

Should the chief administrator of a hospital be a layman?— 
Major Raphael Jackson 

Small hospitals, some principles of good business manage-— 
ment for—Ralph M. Hueston 

Small hospital, steps to take in building good will for the— 
E. M. Collier 


Small hospital, more on business methods for............May 2 


Social service department, is a hospital complete without ?— 
SEER BN MMWR 6 och ibbd4 325 oe bok ee aGa os hs od bes oe see 
Solutions? what about these ready-made intravenous—A. &. 
Paul January 
Some principles of good business management for small hos- 


February ° 


Staff meals, here’s a way to solve problem of serving—Nor- 
man C. Baker, M.D February 


Steele, Dr.—New president-elect, Ohio Association.....March 5 


Steps to take in building good will for the small hospital— 
E. M. Collier i 

Storeroom increases its service, proper running of the—Verne 
A. Pangborn February 

Student instruction, standardized forms of much use—Verna 
Ansorge 

Suggestions on plant maintenance for the hospital engineer— 
William J. Overton 

Supplies, control of hospital—Allen A. Ward and 
Penn 

Supplies, chart showing procedure of purchasing and issuing 
dee ee Betis ities © ani bichon sn win oS Sins ibie seis oe iisio4 ale sie 6 sa OLS, 

Sweden live up to their just fame, the hospitals of—G. W. 

_Olson : see February 

Swern, . W.—Building time schedules into the hospital 
kitchen plan 


T 


Tacoma general to memorialize founder of National Hospital 
APRS AC; ;, MOMIMOIN Ss sc csp Soe ooo suw ls aoe sce eee April 
Tanchester, D.D.S., D., and Morris Hinenburg. M.D.—Dental 
department is significant part of hospital’s service...March 
The challenge of advanced science to hospital administra- 
a — 5; SPEWOY BANOB 6 io 5 o 5 a6 hose oes Seay ods eee March 
Three weeks’ care, New York plan for group hospitalization 


Training now available at Chicago U, administrative 
February 
Trays acceptable to the hospital patient, making food— 


oT Ce fi) | i ram e  T eS, 


Tri-State Hospital Assembly, numerous notables on program 


for 
Tri-state convention draws nearly one thousand attendance.. 


SaaS dish oaeSh.b PON EMSRS SOS ES OES CASE OR SNES SUES SSSR OE May 3 


Trimble, Louis C.—What to do in handling publicity for your 
hospital February 


Unemployment insurance affects hospitals in Wisconsin, how 
—Rev. Herm. L. Fritschel 


Urges non-technical information on fuels...............- June 


54 


Ww 


Ward, Allen A., Robert Penn., C.P.A., and—Charity, bad 
debts and the working tools of good accounting... February 
Ward, Allen A., and Robert Penn, C.P.A.—Does your balance 


Ward, Allen A., and Robert Penn, C.P.A.—The control of 
hospital supplies May 

Warwick, Margaret, M.D.—The administrator’s responsibility 
in the hospital autopsy June 

What to do in handling publicity for your hospital—Louis C. 
Trimble February 

When a business man thinks about our hospitals—Lessing J. 
Rosenwald 

Why titles of hospitals’ chief executives should be uniform— 
bo Ba rer eer errr eT ee eee Te June 

Who’s who in hospitals..............¢ January 56, February 42, 

March 44, April 42, May 42, June 

Wickenden, Homer—Development of New Yorks group hos- 
pitalization plan 

Woodhouse, Martha P.—Duties of executive housekeeper call 
for real leadership 


X-ray equipment, big increase in volume and income result of 
vy ee Oe 6 Maer fry |) a a prem ut | 


EDITORIALS 

January 32: The passing of a great editor. What about your 
hospital and the community in 1935? Hospitals and economic 
security legislation. National Hospital Day; its founding and 
inspiration. 

February 32: Hospital needs appreciated as result of the depres- 
sion. Present day demands on management. Build staff 
morale and a better hospital results. Make plans now for 
National Hospital Day celebration. 

March 32: The Washington battle front. A heartening view of 
ourselves. Are you using permanent ink on your records? 
What conventions are you planning to attend? 

April 32: New York City joins in group hospitalization. Con- 
cerning Greeks bearing gifts. A champion of the hospital's 
cause. 

May 32: Shall more hospital beds be provided by the govern- 
ment? Health examinations for hospital personnel. On the 
magnitude of the hospital world. 

June 30: Hospital cannot permit “strikes.”” Seek additional 
sources of revenue. Only a dime, the tenth part of a dollar! 


HOSPITAL ROUND TABLE 


February 40: Courtesy discounts. Good will broadcasts. Novel 
comment card. Nurse list. Novel laundry check. 


FOODS AND FOOD SERVICE DEPARTMENT 


Dietary problems of small hospitals—Kathleen C. Burns..... 
January 46 

48 

50 


Here are interesting food cost figures from Canada. .January 

Grinstead food price index. ........ 6. cece cece ee eee eeee January 

Here’s the other side of the story on modern cooking equip- 
ment—C,. H. French February 

Here’s a way to solve problem of serving staff meals—Nor- 
man C. Baker, February 

Grinstead food price index............cscscecsceeees February 

Building time schedules into the hospital kitchen plan—P. W. 
Swern 

Making food trays acceptable to the hospital patient—Blanche 
Joseph 

Grinstead food price index 

Food prices still rising 

Typical menus used in new Henrotin Hospital, Chicago, Ill... 
NE PI SATE eT OTE NEI Ee RI nee TG March 5 

Foods that some people cannot eat—Walter C. Alvarez, M.D., 
and H. Corwin Hinshaw, M.D 

New line of homogenized infant food available 

Institutional food prices rise 12.6% since last summer... 

Grinstead food price 

Keeping milk clean until consumed 

Rice in hospital diet theme of new booklet............... May 

Germantown hospital cuts cooking costs a third.......... May 

Institutional food prices drop slightly during March 

CArimmtAME THOR MTECS TAGOR ..o onc ccc cccescsccasececesnscces May 

Modern food service and economy—Wm. C. Martens, Jr..June 

Food prices resume rise after brief recession last month.... 


THE RECORD DEPARTMENT 


Review of alphabetical nomenclature of diseases and opera- 
tions—Malcolm T. MacEachern, M.D February 

Meeting of northern California record librarians....February 

Syracuse librarians have good year February 

Pointers on efficient work in the record department—Anna 
Schulze 

Trends from the viewpoint of the medical records librarian... 


The ownership of hospital records..............+eeeeeeees May 1 
Correlation of record librarian and the administrator—J. 


Dewey Lutes 
THE NURSING DEPARTMENT 


Features of one hospital’s nursing technique 
January 52, February 55, March 51, April 49, May 55, June 


HOSPITAL MANAGEMENT for July, 1935 








